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MSA1000 Small Business SAN Kit 

http://www.hp.com/go/msa1 000 


W2003 
32-bit 

1 


Windows 2000 

1 


RED HAT 
LINUX (32-bit) 
1 


SuSE 8 (32-bit) 
1 


2 

3 
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Operating Sytem Details 


Windows Server 2003 
Enterprise Edition 


W2000 SP3, SP4, 


Red Hat Enterprise 2.1 
2.4.9-e35, -e35smp 
2.4.9-e49, -e49smp 

Red Hat Enterprise 3 U1 
2.4.21-20EL 
2.4.21-20ELSMP 


SUSE SLES8 32-bit 
2.4.21 -169smp 
2.4.21 -241 smp 
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MAX NUMBER OF SERVERS 


7 


7 


7 


7 
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# OF NODES IN A CLUSTER 

Clhlf*l C DATLI 

-ol/VuLfc fn 1 n- 


4 


2 


7" 


7 „. 
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MIXING CLUSTER AND INDIVIDUAL 
SERVER 


YES 


YES 


YES 


YES 




MIXING SINGLE PATH AND DUAL 
PATH SERVERS 


YES 


YES 


NO 


NO 
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MIXED OSs 
SINGLE PATH 


NO 


NO 


NO 


NO 
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** 6 Nodes in a cluster if using Life Keeper clustering 

Performance can be substantially impacted by number of users and type of application 


1 1 


SUPPORTED SERVERS 


12 


IMPORTANT: user must refer to http://welcome.hp.com/country/us/eng/prodserv/servers.htrnl to confirm latest support of server models and operating systems 
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SERVERS 


BL40p, DL145, DL 360 G4, DL380 G4, DL560, DL580, DL585, DL740, DL760, ML350 G4. ML370 G4, ML530, ML570, 
ML750 
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SUPPORTED TAPE LIBRARIES and BACKUP SOFTWARE 


15 


refer to http://www.hp.com/go/tape for complete Tape Drive and Automation information 


16 


HP StorageWorks MSL6000 


MSL6030, 1 DRV, LTO Ultrium 460, RM Library 330731-B22 

MSL6030, 1 DRV, LTO Ultrium 460, embedded Fibre, RM Library 330731 -B24 


17 


Backup Software 


HP OpenView Storage Data Protector for Windows and Linux 
VERITAS Backup Exec for Windows 
Computer Associates ARCserve for Windows 
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HOST BUS ADAPTERS 


19 


refer to http://www.hp.com/go/SAN for complete Host Bus Adapter information 
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A7523A 
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INTERCONNECTS (Switches, hub) 


22 


refer to http://www.hp.com/go/SAN for complete Fibre Channel switch information 
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HP StorageWorks 2/8q Fibre Channel Switch 
A7450-63001 (only available in SAN Kit) 
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Software and Multi-Path 
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HP ProLiant Cluster Starter Kit 


364023-B21 


364023-B22 
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HP ProLiant Cluster Kit with OpenView Mirrorinr. 


364025-B21 


364025-B22 
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HP Service Guard 
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LifeKeeper version 






V4.60 


V4.60 


29 


L100 Lifekeeper® Cluster kit 






303523-B21 


303523-B22 
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HP MPIO Failover 


HP Array Multi-Path Options Web Site 
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Qlogic Failover 






HP Array Multi-Path Options Web Site 


32 


HP OpenView 
Storage Virtual Replicator® 


Hp OpenView Storage Virtual Replicator Web Site 
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HP OpenView 
Storage Mirroring® 


HP OpenView Storage Mirroring® web site 
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